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E.O. 11652: GDS 
TAGS: ASEC 

SUB J : SECURITY PROTECTION AFFORDED PUBLIC ACCESS AREAS AT 
OVERSEAS POSTS 

REF: A. STATE 210312, B. STATE 271528 

1. FOLLOWING IS IN RESPONSE TO REFTEL B: 

A: PROPERTY: CONSULAR AREA, AMEMBASSY DACCA - 
GOVT. LEASE; 5 YEAR LEASE; EXPIRES: 30 SEPT. 1977. 

OM: PHYSICAL BARRIER: CONSULAR AREA. 

(1) CONSULATE IS LOCATED ON GROUND FLOOR, EMBASSY ON THIRD 

AND FOURTH FLOORS. CONSULATE IS CURRENTLY VULNERABLE TO TERRORIST 
ATTACK. 

(2) RSO RECOMMENDS THAT A WODDEN PHYSICAL BARRIER BE 
CONSTRUCTED FROM CURRENT VISA COUNTER TO CEILING EQUIPPED 
WITH TWO (2) SERVICE WINDOWS WITH IRON BARS. A SOLID WOODENDOOR 
EQUIPPED WITH ELECTRIC RELEASE LOCK ACTIVATED FROM BEHIND 
COUNTER BE CONSTRUCTED TO ALLOW CONTROLLED ACCESS TO CONSULAR 
OFFICES. BARRIER AND DOOR CAN BE MANUFACTURED LOCALLY. 

ESTIMATED COST: $1,500. 

C. PHYSICAL BARRIERS - USIS CULTURAL CENTER - DACCA. 

(1) LEASE: GOVT. 5 YEAR LEASE; EXPIRES 30 SEPT. 78. 

(2) USIS CULTURAL CENTER DACCA IS SUPERVISED BY ONE USIS 
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(3) PHYSICAL BARRIER - 

A. INSTALL SOLID WOODEN DOORS AT ENTRANCE ON SECOND FLOOR 
TO BPAO OFFICES SUITE. 

ESTIMATED COST: $400 

B. INSTALL SOLID WOODEN DOORS AT ENTRANCE TO BPAO 
INDIVIDUAL OFFICE. 

ESTIMATED COST: $200 

THESE DOORS SHOULD BESUPPLIED WITH METAL DROP BARS WHICH 
ARE AVAILABLE BUT NOT IN USE. SY/T NEW DELHI WILL SUPPLY REMOTE 
CONTROLLED LOCK TO CONTROL ACCESS TO SECOND FLOOR. 

C. ROPE LADDER FOR EGRESS FROM PAO OFFICE TO NEAR YARD OF 
BUILDING SHOULD BE INSTALLED. LADDER IS AVAILABLE IN GSO 
WAREHOUSE. 

3. EXPANDED METAL WIRE PROTECTIVE BARRIER ACROSS CIRCULAR 
INTERIOR OPENING TO PREVENT PERSONS FROM THROWING GRENADE OR 
FIRING FROM PUBLIC ACCESS LANDING ON SECOND FLOOR TO EMBASSY 
LANDINGS ON THIRD AND FOURTH FLOORS. ESTIMATED COST: $500 
TOTAL: $2,600. 

SAXBE 
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